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9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on
910818-22.NO violations noted.

CLINE.W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp.
59134:091-59134:094.

-8109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22
on 910818-22.No violations noted.Major areas inspected:security plan programs.mgt
effectiveness & support,security organization & records & repts.
STANSBERRY.W.W, Region 2 (Post 820201). 91/09/12. 1p. 59134:094-59134:094.

i. Financial information

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power
Agency 1.NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda
River Electric Cooperative, Inc.Form 10-K also end.

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document
Control Desk). 2pp. 59247:129-59247:347.

-9109260208 "NC Municipal Power Agency 1 Annual Rapt, 1990."
BOBO.J.T., CLAY.G.W. North Carolina Municipal Power Agencies. 90/12/31. 33pp.
59247:179-59247:211.

-9109270020 "NC Electric Membership Corp 1990 Annual Rept."

*  North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239.

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept."
BAUER.J.A., SMOAK.C.F.  Piedmont Municipal Power Agency. 90/12/31.  106pp.
59247:240-59247:347.

P. Operating license stage documents & correspondence

9109030038 Forwards response to NRC 910626 request for addl info re Generic Ltr 88-
20 concerning individual plant exam submittal provided in Dec 1990.W/three oversize
figures.

TUCKMAN.M.S. Duke Power Co. 91/08/21. Document Control Branch (Document
Control Desk). 34pp. 58941:080-58941:110.

9109050046 Requests FR publication of notice of issuance of amends 189, 189 & 186
to licenses DPR-38.DPR-47 & DPR-55.Amend revises TS by changing value for con-
tainment free vol.

WIENS.LA. Project Directorate II-3. 91/08/21. NRC - No Detailed Affiliation Given.
2pp. 58994:016-58994:017.

9109060090 Forwards amends 189,189 & 186 to licenses DPR-38.DPR-47 & DPR-55 &
SE.Amends revise value for containment free vol currently specified in TS 5.2.1 & as-
sociated bases.

WIENS.LA. Project Directorate II-3. 91/08/21. TUCKMAN.M.S. Duke Power Co. 4pp.
59010:135-59010:149.

-9109060095  Amends   189,189   &   186  to   licenses   DPR-38.DPR-47   &   DPR-55,
respectively.revising value for containment free vol currently specified in TS 5.2.1 &
associated bases.
MATTHEWS.D.B. Project Directorate II-3. 91/08/21. 9pp. 59010:139-59010:147.

-9109060096 Safety evaluation supporting amends 189,189 & 186 to licenses DPR-
38.DPR-47 & DPR-55,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/21. 2pp.
59010:148-59010:149.

9109160082 Ack receipt of 910723 Itr which submitted addl info & justification for
'                            ._Review findsjhat change provides accepta-

JKMAN.M.S. Duke Power Co.
6pp. 59098:069-51098:074.

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC-
NE-3000.  "Thermal-Hydraulic Transient Analysis  Methodology" & DPC-NE-2004,
"Core Thermal-Hydraulic Methodology Using VIPRE-01." Encl withheld.
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document
Control Desk). 4pp. 59031:133-59031:136.

9109110045  Forwards Rev 29  to   "ODCM.Oconee  Nuclear Station,"  Rev 30 to
"ODCM.Catawba Nuclear Station" & Rev 31 to "ODCM.McGuire Nuclear Station."
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document
Control Desk). 2pp. 59089:001-59089:049.

-9109110048 Rev 29 to "ODCM.Oconee Nuclear Station."

BIRCH.M.L,   BARRON.H.B.,   STEWART.J.M.   Duke   Power   Co.   91/01/01.   13pp.
59089:003-59089:015.

-9109110049 Rev 30 to "ODCM.Catawba Nuclear Station."

BIRCH.M.L,  HAMPTON.J.W.,  STEWART.J.M,   Duke Power Co. 91/01/01.   19pp.
59089:016-59089:034.

-9109110053 Rev 31 to "ODCM.McGuire Nuclear Station."

BIRCH.M.L, MCCONNELLT.L, STEWART.J.M. Duke Power Co. 91/01/01. 15pp.
59089:035-59089:049.

9109100008 Rev to "Oconee Selected Licensee Commitment Manual." W/ 910830 Itr.
TUCKMAN.M.S. Duke Power Co. 91/08/30. 12pp. 59076:320-59076:331.

9109120233 Forwards amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR-

59081:037-59081:053.

-9109120250  Amends   190,190  &   187  to   licenses  DPR-38.DPR-47  &   DPR-55,
respectively.Amends delete organization charts contained in section 6 of TS & associ-
ated bases & add new statements addressing particular administrative control requir-
ments.
MATTHEWS.D.B. Project Directorate li-3. 91/08/30.10pp. 59081:040-59081:049.

-9109120253 Safety evaluation supporting amends 190.190 & 187 to licenses DPR-
38.DPR-47 & DPR-55,respectivety.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 3pp.
59081:050-59081:053.

9109090239 Requests interpretation of facility tech spec 4.17.5.f re repair of SG explo-
sive plugs by use of orifice plugs.

TUCKMAN.M.S. Duke Power Co. 91/09/03. Document Control Branch (Document
Control Desk). 6pp. 59053:305-59053:310.

specific welds as required by Section XI of ASME Boiler & Pressure Vessel Code fol-
lowing repair.per inservice insp.W/two oversize drawings.

TUCKMAN.M.S. Duke Power Co. 91/09/06. Document Control Branch (Document
Control Desk). 5pp. 59168:334-59168:338.

9109170302 Forwards various licensee inputs re freeze seal documentation.
HOUGHTON.J.R. Trends & Patterns Analysis Branch. 91/09/09. NRC - No Detailed
Affiliation Given. 163pp. 59120:250-59121:060.

-9109170316 "Freeze Plugging Stainless Steel Pipe-Using Liquid Nitrogen- Repair of
Line Between 1LP-41 & 1LP-42."
MIZE.J. Duke Power Co. 87/09/30. 11pp. 59121:050-59121:060.

9109170314 Forwards Rev 2 to "Oconee Nuclear Station Unit 1 Core Operating Limits
Rept." Cycle 14.

TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document
Control Desk). 1p. 59135:289-59135:316.

-9109170315 Rev 2 to "Oconee Nuclear Station Unit 1 Core Operating Limits Rept."
Cycle 14.

*  Duke Power Co. 91/09/11. 27pp. 59135:290-59135:316.

9109180088 Forwards revised page index to Rev 8 to "Process Control Program."
TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document
Control Desk). 2pp. 59139:322-59139:327.

-9109180108 Revised procedure index to Rev 8 to "Process Control Program."
VAUGHT.M.B., LOUCKS.LE. Duke Power Co. 91/07/30. 4pp. 59139:324-59139:327.

9109180141 Forwards request for relief 91-05 from requirements of Section XI of ASME
Boiler & Pressure Vessel Code.Request proposes radiographic exam as alternative
means of ensuring acceptable weld.W/two oversize drawings.
TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document
Control Desk). 4pp. 59168:340-59168:343.

9109200054 Forwards safety evaluation supporting util 910823 request for approval of
repairs for number of steam generator tube plugs by automatic welding using 1989
edition of Section XI of ASME Code.

MATTHEWS.D.B. Project Directorate II-3. 91/09/13. TUCKMAN.M.S. Duke Power Co.
3pp. 59171:001-59171:006.

-9109200056 SER supporting util 910823 request for approval of repairs for number of
steam generator tube plugs by automatic welding using 1989 edition of Section XI of

*   Office of "Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 2pp.
59171:005-59171:006.

9109270178 Forwards amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR-
55,respectively.Amends modify specs having cycle-specific parameter limits by trans-
ferring limits to core operating limits rept

WIENS.LA. Project Directorate II-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 2pp.
59226:077-59226:113.

-9109270202 Amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR-55, respec-
MATTHEWSAB. Project Directorate II-3. 91/09/16. 28pp. 59226:079-59226:106.

-9109270204 Safety evaluation supporting amends 191,191 & 188 to licenses DPR-
38.DPR-47 & DPR-55,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 6pp.
59226:107-59226:113.

9109250279 Notification of 911005 meeting w/util in Rockville.MD to discuss overall
status of DPC activities at plants.Agenda also encl.

MARTIN.R. Project Directorate II-3. 91/09/18. MATTHEWS.D.B. Project Directorate II-
3. 7pp. 59207:001-59207:007.

9109240351 Provides summary of SG tubes repaired during EOC-13 outage.
TUCKMAN.M.S. Duke Power Co. 91/09/20. Document Control Branch (Document
Control Desk). 1 p. 59200:242-59200:242.

9109300150 Rev to selected licensee commitments manual.consisting of list of effective
pages & table of contents.
FROEBE.H. Duke Power Co. 91/09/24. 7pp. 59253:051-59253:057.

Q. Inspection reports, IE Bulletins & correspondence

9109100028 Forwards insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on
910709-11 .No violations or deviations noted.

CLINE.W.E. Region 2 (Post 820201). 91/08/08. TUCKMAN.M.S. Duke Power Co. 3pp.
59021:045-59021:055.

-9109100030 Insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on 910709-11.No
violations or deviations noted.Major areas inspected:licensee fitness for duty
program,policy & review of admin & key program processes.

TILLMANA, MCGUIRE.D.R. Region 2 (Post 820201). 91/08/08. 8pp. 59021:048-
59021:055.

9108090210 NRC Info Notice 91-049. "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.
K                 insP  r0Pts  50-269/91-19,50-270/91-19  &  50-287/91-19   on
